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Message Text 


UNCLASSIFIED 

PAGE 01 ANKARA 06522 250800Z 

21 

ACTION EUR- 12 

INFO OCT-01 ISO-OO /013 W 

113948 

R 250628Z AUG 76 
FM AMEMBASSY ANKARA 
TO AMEMBASSY WARSAW 
INFO SECSTATE WASHDC 4686 

UNCLAS ANKARA 6522 

E.O.l 1652: N/A 
TAGS: AFSPPL 

SUBJECT: AIR PURIFICATION EQUIPMENT 
REF: A) WARSAW 5914 

1 . ANKARA HAS HAD FAVORABLE EXPERIENCE WITH DOME MICRONAIRE 
P-500 ELECTROSTATIC PRECIPITATORS IN OFFICES AND 

BEDROOMS IN REDUCING AIR POLLUTION DISCOMFORT AND HEALTH 
HAZARDS. THE MICRONAIRE P-500 UNIT IS NOT RPT NOT DESIGNED 
TO REMOVE GASEOUS ELEMENTS WHICH ARE INHERENT TO A SMOG 
SITUATION. 

2. PROCUREMENT PRICE OF PRECIPITATORS IS DOLS. 151 EACH 

FOR 230 VOLT 50 CYCLE EXPORT PACKED. FILTERS, WHICH WE REPLACE 
TWICE A YEAR, COST APPROXIMATELY DOLS. 30 EACH. ADDRESS IS: 
DOME LABORATORIES. DIVISION MILES LABORATORIES INC., 

400 MORGAN LANE, WEST HAVEN, CONN. 06516. 

BROCHURES BEING POUCHED. 

3. WE HAVE NO OTHER FILTRATION EQUIPMENT AT POST. 

MACOMB ER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 25 AUG 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ANKARA06522 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760324-0293 
From: ANKARA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760823/aaaaatfz.tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 WARSAW 5914 
Review Action: RELEASED, APPROVED 
Review Authority: morandr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 15 MAR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <15 MAR 2004 by ReddocGW>; APPROVED <31 JAN 2005 by morandr> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: AIR PURIFICATION EQUIPMENT 
TAGS: AFSP, PL 
To: WARSAW 
Type: TE 
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